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UNCLASSIFIED 

PAGE 01 ANKARA 00072 05090 1Z 

ACTION COME-OO 


Message Text 


INFO OCT-01 EUR- 1 2 ISO-OO EB-08 CCO-OO PASO-OO /021 W 

073052 050923Z/20 

R 050725Z JAN 78 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC 0068 
INFO AMCONSUL ISTANBUL 


UNCLAS ANKARA 0072 


E.O. 11652: NA 
TAGS: BEXP.TU 

SUBJECT: COMBUSTION ENGINEERING, INC 

TO: W R D'AQUILLA 
C. E. INTERNATIONAL 
COMBUSTION ENGINEERING, INC 
1000 PROSPECT HILL ROAD 
WINDSOR, CONNECTICUT 06095 
TEL: (203) 688-1911 EXT 5641 

1 . RE YOUR RECENT TELEX RE TURKISH FOURTH FIVE YEAR PLAN, 
PRECISE DATE ON WHICH IT WILL BE AVAILABLE IS NOT YET KNOWN. 


2. WITH REGARD TO CURRENT BUSINESS ENVIRONMENT, IT IS DIFFICULT 
TO MAKE USEFUL COMMENT AT THIS POINT. TURKISH GOVERNMENT IS 
IN PROCESS OF CHANGING, WITH PRIME MINISTER DEMIREL HAVING 
LOST RECENT VOTE OF CONFIDENCE AND MR ECEVIT DESIGNATED TO 
FORM NEW GOVERNMENT. 


3. SUGGEST YOU CONTACT US AGAIN IN 6 WEEKS OR SO, AT WHICH 
TIME PICTURE MAY HAVE CLARIFIED. 


JACK M CARLE 
COMMERCIAL ATTACHE 


UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 ANKARA 00072 050901Z 


AMERICAN EMBASSY 
ANKARA, TURKEY 
SPIERS 


NOTE BY OCT: PASSED ABOVE ADDRESSEE. 
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